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THE  REFORMED  DUTCH  CHURCH  OF  FISHKILL,  N.  Y. 

Founded  in  1716,  church  building  was  started  in 

1725  and  history  relates  it  took  seven  years  to 

complete.    Occupied   in    1776  by  New  York  Pro- 
vincial Congress. 

<w>  ^  d 


H^tv  -J  o  a-^r  u^j-J  - 

/I  n   .  ,        Afl^fl^-Jb-e^  $-34993 


POST  CARD 

Mdress 


